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BILL NO. S-76-04- ^ ^ 


SPECIAL ORDINANCE NO. S- 


AN ORDINANCE approving a contract 
with Dynaelectric Supply Co. for 
materials for the Street Lighting 
Department. 


BE IT ORDAINED BY THE COJMON COUNCIL FOR THE CITY 
OF FORT WAYNE, INDIANA: 

SECTION 1. That the contract dated April 7, 1976, 
between the City of Fort Wayne, by and through its Mayor and 
the Board of Public Works, and Dynaelectric Supply Co., for: 

50,000 feet 2/0 #4-600 Volt Alum 

Wire-XLP - - $6,100.00 

all as more particularly set forth on City Utilities Purchase 
Order No. 7833, which is on file in the Office of the Department 
of Purchasing and is by reference incorporated herein, made a 
part hereof and is hereby in all things ratified, confirmed 
and approved. 

SECTION 2. This Ordinance shall be in full force 
and effect from and after its passage and approval by the 
Mayor. 




APPROVED A^ TO FORM 










eld the first tine in full end rn rsotion by _seconded by-. 

_end duly adopted, read the second tine by title and referred 


to the Cotnittee on 




Cornni-s^i-tO Tr Tui "TeccTnniendation) and Public Hearinn to 
at fHp rminr i 1— C brnibci-S . C o ‘tv-epuntv Duildina. 
the _ dn.v nf — .... . .107 - 


( and the City P lan 

L_du£lea3l notice» 
Indiana, Dn__ 

-^X 


o’cte-efr^.M- ,f. S.-d^ 

Date:__ _ 7-74 




■ cTTT clIr;< 

Read the third time in full and on notion by_ 
seconded by , and duly adopted, placed on its passape. 

Passed by the follov.'inn vote: ' - ' . .. 


TOTAL VOTLS 


BURNS 


HlfiGA 


HUNTER 


MOSES 


KUCKOLS- 


SCHMIDT, 

D. 

SCHMIDT, 

V. 


STIE R 
T ALARI CO 
DATE 


AYES NAYS 





















































































Bill No. S-76-04-60 _ . 

REPORT OF THE COMilTTEE ON » CITY UTILITIES 

We, your Conunittee on City Utilities _ to whom was referred an Ordinance 

approving a contract with Dynaelectric Supply Co.for materials for the Street 

Lighting Department• 


have had said Ordinance under consideration and bag leavejto report b^k to the Common 


Council that said Ordinance 


M- 


PASS 


Paul M. Bums - Chainnan 


John Nuckols - Vice-Chairman 


William T. Hinga 


Fredrick R. Hunter 


Samuel J. Talarico 



/ , CONCURRED IN 

■■0AT^5--CHARLES W» V/ESTERMAN, CITY CLERK 
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(BOW (BF F®®T WIM\EE 

CITY UTILITIES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY—COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


r 


L 


Uy n a I e c t ric Supply Co. 
Tiiird a Walnut St. 
Owensboro, Ky. 42301 


original 7 0 35 


bsri! 7. 1975. 


n 


j 


SHIP TO ■ 


Street Lightin'- 

17Q1 So. Lafayette St. 

Fort w'ayne, Indiana 


MAIL ALL INVOICES TO - 

CITY UTILITIES 

GENERAL ACCOUNTING 
4th FLOOR CITY-COUNTY BUILDING 
NUMBER ONE EAST MAIN STREET 
FORT WAYNE , INDIANA 46802 

INVOICE i.N DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED BY 
INDIANA STATE BOARD OF ACCOUNTS 


Ft. 2/C ;;W''^-50C Volt AIuw "ire-llL^' 


ic- 


fnsuI at ion, - 1/C-To be Black ana 1/C-tc 
Ye I I ow 




.CJECT TC COUCCI LWAMIC ' y, • 


ark and Calhoun St. 


n f i r i n, y 
t ,3C 

r ''-uote , GW 


s.„ CTr.-w 

'OF ' - 7; 

'Fort u-'7.:r s 

Sliovv p. Q 

invojr^^ o- 


& 




-'-•s-s: 

Pcc:-:;rF;_ 


f, 1 ■: T. :■ 3 


punting 


'Slip 


\ 


r 


iTEt TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2% CASH DISCOUNT WILL BE TAKEN 






















Date March 19. 1976 


CITY OF,FORT WAYNE 
DEPARTMENT OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 


MAR 2 2 1976 ^ 

GRiFftLtCiRic 
company 


Request for Quotation No.^ a96. 


To be considered your quotation must be received 'by ’ 1st M. April _ 


Dynaelectric Supply Co. 
Third & Walnut St. 
Owensboro, Ky. 42301 


Quantity 

Unit 

UHIt 

Price 

Trade 

Disc. Extens; 

50,000 

ft 

2/C #4 - 600 Volt Aluminum Wire XLP Insulation- 
I/c to be black and l/c to yellow. 

122.00 

MPT 

6100.00 



MANUFACTURER; Essex Wire & Gable 






DYNALECTRIC SUPPLY COMPANY 

THIRD & WALNUT STREETS 

OWENSBORO, KENTUCKY I 4 . 23 OI 






ARTIE E. SMITH, BUYER UTILITY PRODUCTS 






Mark Bid Envelope, " 

"Quote No. RQfi Due Date a/\/if. 

tcb 

AL 



Terms - NET 30 DAYS 

F.O.B. - SHIPPING POINT, FREIGHT ALLOWED on 
2,000# or more 




Signed. 

Date MARCH 29,'1976 




Shipping 

Schedule - If. to 6 WEEKS 


Ruth Winget-Buyer 
























'city of fort WAYNE 
DEPARTMENT OF PURCHASES 


One Main Street 
Fort Wayne, Indiana 46802 


MAR 2 2'137f 


Dato M.rch I9. 1976 _• Request for Quotation No. 

To bo considered your quotation must be received by 1 st ftpr,|.|- i97_£ 


AI I Phase Electric 

4920 Lima Road 

Fort Wayne, Ind. 46808 


Uni€ 'i'rade 




























CITY OF FORT WAYNE 
DEPARTMENT OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 


Date March 19, 1976 _Request for Quotation No. 

To be considered your quotation must be received by 1st M. April _ 3-^7 6 

,, National Mill Supply 
5501 Distribution Dr. 

Fort Wayne, Ind. 46825 


Unit Trade 
























CITY OF FORT WAYNE 
DEPARTMENT OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 


Date March 19. 1976 _. Request for Quotation No. 

To be considered your quotation must be received by | st M. April _ Jl 

,, Graybar Electric 

5425 Distribution Dr. 

Fort Wayne, Ind. 46825 
























CITY OF,FORT WAYNE 
DEPARTMENT,OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 


Date March 19. 1976 _.. Request for Quotation No. 

To be considered your quotation must be received by_ 1 st M. April . 

Westinghouse Electric 
To; 125 E. Murray 

Fort Wayne, Ind. 46803 


























CITY OP rORT WAYNE 
DEPARTMENT OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 

Date March 19. 1976 _• Request for Quotation No._a£^ 

To be considered your quotation must be received by 1st „/\ p,clJ- 


* Centra 1 Supply Co. 

701 E. Wallace St. 

Fort Wayne, Ind. 46803 


UnTE Trade" 































CITY 0^5' FORT WAYWii 

DEPART?'®,NT OF PURCHASES 

One Main Street 
Fort Wayne, Indiana 46802 


Date March 19, 1976 _. Request for Quotation 

To be considered your quotation must be received by | st . . M-.J1CL1J_ 

T.W. Comm Corporation 

122 Cutter Mill Road 

Great Neck, L.IN.Y. I 1021 


■0nT€ I'rade 



























DIGEST SHEET 


TITLE OF ORDINAIiCE Special Ordinance - City Utilities Purchase Order 7833 


DEPARITIENT REQUESTING ORDINANCE BOARD OF PUBLIC WORKS 


J6 


SYNOPSIS OF ORDINANCE City Utilities Purchase Order 7833 to Dynaelectric Supply Co. 
in amount of $6.100.00 provides' for the proposed purchase of 50,000 feet of aluminu m ■ 

wire to be used on street lighting projects. 

_ Seven quotations were received as follows: __ - _ ' 


Dvnalectric Supply 


$6.100.00 


All Phase Electric 


6.125.00 


National Mill 


■■■Graybar Electric 


6.150.00 


,J.. 2 9 7,.5.0 


-Central.Supply . 


-2^.600 vOO 


—-Comm, Corp. 


-J-^.5.0..QQ 


-(A T TACHE D ARE COPIES OF THE QUOTES i AND PURCHA.SE ORDERS 

EFFECT OF PASSAGE Replenish inventory for Street Lighting Department 


EFFECT OF NON-PASSAGE Inability to provide contractors materials for lighting 
projects. 


MONEY INVOLVED (Direct Costs, Expenditures, Savings) Cost to City - $6,100.00 


ASSIGNED TO CO>r.-[ITTEE 



































